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Please read all Instructions 
carefully and retain for future 
use. 

BATTERY ACTIVATION: 

• Before using the scale you must 
remove the red shipping tab from 
the battery compartment located 
on the underside of the scale. 



LITHIUM BATTERY: 

This scale is powered long-life 
lithium battery. If you ever need 
to change the battery be sure to 
use a lithium battery of exactly the 
same type provided. The 10-year 
life is calculated assuming 5 uses 
per day, every day, for 1 0 years. 




This tab protects the scales 
electronic systems during transit. 
It also ensures that the service 
life of the battery does not begin 
until the scale reaches your 
home. 

• The scale will take a few seconds 
to initialize the computer and then 
will show a 0.0 I in the display 
screen. 

TO USE: 

• Place scale on a firm stable 
surface. 

• Auto-on- Simply step on the 
platform. 

• Moving dashes I I are 
displayed while the scale is 
working to calculate your weight. 

• The result is then displayed on 
the LCD display screen. 

• The scale will display your weight 
for several seconds and then 
automatically shut off. 

TIPS: 

• Stand as still as possible while 
your weight is being calculated. 
Movement may affect the 
accuracy of the reading. 

• Weigh yourself at the same 
approximate time of day since 
your weight varies naturally 
throughout each day. 

• Be aware that differing amounts 
of food and water in your body 
will affect the measurements. 



DIGITAL DISPLAY: 

• Err I Displayed if the scale 
cannot accurately measure your 
weight. Movement on the 
platform during the calculation 
can sometimes cause this. 

Step off of the platform and wait 
for the scale to reset before 
stepping on the platform again. 



• SkOP I Displayed if the weight 
on the platform exceeds 350 lbs. 
The message will clear when the 
weight is removed. Exceeding 
the maximum weight may 
damage the scale. 



Displayed when battery 
needs to be replaced. 
Be sure to replace it only with 
a 3.6 volt LS14500 Lithium 
battery. Contact an authorized 
service centers for assistance. 



CARE AND MAINTENANCE: 

• The scale is essentially 
maintenance-free. The system 
automatically calibrates 



occurs when the scale is not in 
use, and allows the immediate 
weight calculations provided by 
the auto-on feature. No 
adjustment is necessary. 

CLEANING: 

• Use a soft cloth and mild cleaning 
solution. Never use harsh or 
abrasive detergents. Do not 
submerge the scale in water. 



STORAGE: 

• Storage: Store the scale flat with 
no weight resting on the platform. 
Remove the battery or replace 
the shipping tab to the battery 
compartment if storing the scale 
for an extended period of time. 
Do not store the scale vertically. 

• Do not throw used batteries in 
the trash. Always dispose of 
them in accordance with your 
local ordinances. 



One Year Limited Warranty: 

All Rowenta products are warranted for 1 year from the date of 
purchase against defects in material and workmanship. During this 
period such defects will be repaired, or the product replaced, at 
Rowenta's option, without charge to the consumer. If a replacement 
product is sent, it will carry the remaining warranty of the original 
product. This warranty does not cover damage caused by misuse or 
negligence. If the product is repaired or disassembled by anyone 
other than an authorized service center it will void the warranty. ALL 
IMPLIED WARRANTIES, INCLUDING BUT NOT LIMITED TO 
IMPLIED WARRANTIES OF FITNESS AND MERCHANTABILITY, 
ARE IN DURATION TO A PERIOD ENDING ONE YEAR FROM 
THE DATE OF PURCHASE. Some states do not allow limitations 
on how long an implied warranty lasts so the above limitation may 
not apply to you. This warranty gives you specific legal rights, and 
you may also have other rights, which vary from state to state. Bring 
the product together with a copy of your proof of purchase (or send 
it, postage pre-paid) to the nearest authorized Rowenta Service 
Center listed below. If you send the product please write a letter 
explaining the nature of your difficulty to the center. 



Rowenta recommends using a form of insured mail since damage in 
shipping or lost packages are not covered by the warranty. If your 
appliance needs service, contact your nearest regional service center. 
They guarantee to ship the repaired or replaced product (at Rowenta's 
discretion) within seven business days of receipt. If the product is out of 
warranty, you will be advised of the cost before any work begins. 



East Coast 

Main Service Center 
Turnpike Appliance 
86 Hempstead Tnpk. 
West Hempstead, 
NY 11552 
(516) 483-5596 



Mid-West 

Authorized Appliance 
Service 

1 644 West Odgen Ave. 
Downers Grove, 
IL 60515 
(630J-852-1550 



West Coast 

California Electric 
3440 El Cajon Blvd 
San Diego, 
CA 92104 
(619) 283-6488 
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Rowenta 

Lithium Powered 
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Instructions for Use 




Rowenta Inc. 

196 Boston Avenue 

Medford, MA 02155, U.S.A. 

Toll free: 1-877-769-3683 

www.rowentausa.com 



Rowenta 




